From: 

Hanchett, James (DPH) 

Sent: 

Wednesday, June 17, 2009 7:11 AM 

To: 

Fuller-Jones, Sydney (DPH) 

Subject: 

RE: 

Hi Sidney, 

Yes the work is complete. 
Thanks, 

Jim 

1 am waiting for the paperwork. 


From: Fuller-Jones, Sydney (DPH) 

Sent: Tuesday, June 16, 2009 2:07 PM 
To: Hanchett, James (DPH) 

Subject: RE: 

Hello Jim, 

To answer your question, no I did not receive an actual invoice for this work. Is the work complete? 
Thanks, 

Sydney 


From: Hanchett, James (DPH) 

Sent: Tuesday, June 16, 2009 11:07 AM 
To: Fuller-Jones, Sydney (DPH) 

Subject: 


Hi Sidney, 

The attached receipt is from Agilent for the work done on our Mass Spec. No cost was given with this 
receipt. Did you receive a receipt with the cost of the repairs? If not I will contact Agilent again 
Thanks, 


Jim 
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